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arc opened and cloned by the cylinder piston, P, which
acts as an exhaust valve. The economical performance of
the unifiow engine is due to the fact that cylinder heads are
always maintained at thn same temperature so that there is
little condensation in the* cylinder. The steam always flows
in one direction. With thts .simple* engine, each cylinder head
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Fio.                                                               of the uniflow engine.*

is                              IB the            is permitted
to          and                      the                 Uniflow engines can
be                                                 which results in further
II                               unifiow engines in capaci-
up to          500 h.p. are as                 as any of the other
of                                          can be obtained for both
or                                    or for combined con-
and                                         Fig. 264 shows a uni-
flow                                        to  &n alternating-current gen-
It                                            Kg. 265 shows

.

t Feb. 10,        p. im

